DALLAS (AP)— Here. Is a 

chronology of President Ken- 
nedy’s final hours Friday: 

— 8:45 a.m. — The President 
walked bareheaded and without’ 
a coat through a misty rain into 
a parking lot across thq street 
from Fort Worth’s Hotel Texas. 

He spoke there to a cheering 
throng of Democrats who could 
not get tickets to see him at a 
breakfast appearance and; apolo- 
gized because Mrs. Kennedy was 
not with him— that she was 
“organizing herself — it takes 
longer.” 

—9 a.m; — The President and 
Mrs. Kennedy attended the break- 
fast in the Hotel Texas, spon- 
sored by the Fort Worth Cham- 
ber of Commerce. Mrs. Kennedy 
walked in some minutes late and 
her entrance brought tremendous 
applause from the 2,500 guests. 

Both were presented Texas 
boots- and the President got a 
Texas hat. He declined to put it 
on in public, joking that he would 
wear it at the White House next 
Monday. 

—11:37 a.m. The Presidential 
and Mrs. Kennedy left the Texas 
Hotel by auto for Carswell Air 
Force Base near Fort Worth and 
their short flight to Dallas. 

— 11:27 a.m. The Presidential 
plane landed at Dallas’ Love 
Field. Mrs. Kennedy emerged 


from the plane smiling and shak- 
ing hands with airport greeters. 
She carried a bouquet of red 
roses. Young men in the crowd 
shouted “Hey, Jackie,” and 
squeezed forward for a closer 
look. 

Several young girls were 
screaming over Kennedy as he 
made his way through the crowd. 
There was no sign of anti-Kenne- 
dy sentiment. They left in a mo- 
torcade that was to take them 
over an 11-mile route, including 
downtown Dallas. 

— 12:30 p.m. — The motorcade 
approached a triple underpass 
which feeds into Stemmons Ex- 
pressway, the five-lane route to 
the Dallas Trade Mart where Ken- 
nedy was to make a luncheon 
speech. A series of rifle shots 
rang out. The President fell face 
down on the back seat of his car, 
a bullet in his head. Gov. John 
Connally slumped at his side, 
wounded in the back. 

• Mrs. Kennedy grasped her hus- 
band’s head. She gasped, “Oh, 
no!” The motorcade raced to 
Parkland Hospital near the Trade 
Mart and Kennedy was taken to 
the emergency ward, where he re- 
ceived a blood transfufsion and 
then extreme unction from Catho- 
lic priests. 

—1 p.m.— The President died. 


